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29 July 1958 


Dear Dan: 

Enclosed is a new set of priced exhibits 
(No. 4). It is revised to correct our error 
in handling the freight-out. This error occurred 
due to confusion with the intent of your DPS-1904 
which, of course, does not apply to HF-CT 691. 

We regret any inconvenience this may cause 
you. 

Very truly yours, 
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EXHIBIT NO. _& TO CONTRACT HF-CT-691 Cust, 1 PR-6-30-312, PR-7-20-1 


FRON 


$242.40 


SIGNED 


DATE July 15, 1958 


Baird—Atomic, Inc. — 
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APPROVED PRODUCTION LIST NO. 4b 10 CONTRACT NO. ur-cr-691 cust. 1 
25X11 PR.6-30-312 | 
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BA-A~5130E-148 | Light Dial Indicator 


BA=A-SIZ0R-1C | Light Dial Indicator. 


BA AzS130B-1KD — Light Dial Indicator ss 
BA=A-51 308-40 __ Mode Switch 
Cable 
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PRESERVATION , PACKING , PACKAGING AND PRESERVATION: Comal. * NOTE: Quantity raised to ) thru destin of 

DELIVERY: August 31, 1958 item A~5130E-L7, 2 each, which ig identical 
to A-5130E-l0. Part appears on our B/il 

APPROVED twice by error. B/M being corrected 


__PR-6-30-31200 
PR-6~30-312 (Note 1) 
PRG 30-312 
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PACKING LIST NO’ _186 


Date 7/11/58 


TO: 


STATINTL 


WAYBILL NO*: = AE87~75-76 


STATINTL FROM: 


Cambridge 33, Mass. 


QUANTITY SHIPPED DESCRIPTION OF ITEMS 


BA-ER44-1, Serial No. 51 1I- 
BA-DR44~36 
BA-CR44~5 
BA-CR44~-32 


BA-BR44-438 


BA-BR44-264 


Hos, COR 


Your Voucher No. PR 7-10-1 


25X1 


lee 


Special Instructions. . 1) S- of 
n 7/10/58. 


STATINTL 


Shipped per telecon instructions between 
These items shipped in anticipation of PR7-10-1. 
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APPROVED PRODUCTION LIST NO TO GONT\ACT NO_HF-CT691 CUSTOMER 1 


PLR. 710-1 
STATINTL FROM : 7 
(AUBhorized Representative) 
TO BAIRD-~ATOMIC, INC. 
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PURCHASE RECUEST 


TO : BA 
FROCK : GW 
REOUEST PROCURHVENT OF TH™ FOLLOWING IT*MS. 
ITE PART NO NOUN u/I QUAN 
1. A-5130E-1Lh-A LICHT DIAL INDICATOR EA 2 30-1590 
Pa A~5130E~14-B LIGHT DIAL INDICATOR EA 2 
3, A~5130E~11,-C TIGHT DIAL INDICATOR BA 2 
h. A~5130E-14-D LIGHT DIAL INDICATOR EA 2 
5, A~-5130E~40 MODE SWITCH EA 2 
6, A~51308-41 CABLE . SET 3 
1. A-5130E-47 MONE SWITCH EA 2 


TPTE TTI ELE L LAE LAI I I ITIL TIE T  S 


~ STATINTL 
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ne 


CCNTRACT NO_AStOl 


STATINTL CONFIRMING TELECON 


PURCHASE REQUEST___ 6—30~312 


wos. Go grit 
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STATINTL Hos COPY 
Cambridge 3u, mecleon 
EQUIPMENT RECEIPT 
| hereby acknowledge receipt of the equipment listed below: 
Jtem_ Quantity Description 
I 2 BA-AS51I30E-14A, Light Dial Indicator 
2 2 BA-A5130E-14B, Light Dial Indicator 
3 2 BA-A5i30E-14C, Light Dial Indicator 
4 2 BA-A5130E-14D, Light Dial Indicator 
5 4 BA-A5130E-40, Mode Switch 
6 3 BA~ASI30E-41, Cable 
Beet Consigned to: b=Will call Ontarlo, California 
Tel: Riverside, California - 
Date Shipped: 10/28/58 
Waybill No.: AE76-58-55 
Carrier: Air Express 4 fi 
Our Packing List No.: 206 is pte . 
Your Voucher No.: Approved Production Kist No. 4 to Contract No. HF-CT-691 © 
Customer 1, P.R..6-30-312. This completes delivery of all 
items on this Approved Production List. 
| STATINTL a 


ignature Lf 


Date 


Return copies | and 2 to sender. 


HOS Copy Fy ak ae aed 
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